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John M. Hintz, Esquire 

Fish & Neave 

875 Third Avenue 

New York, New York 10622-6250 

Re: Electrically Heated Devices 

Dear John: 

Enclosed for your review is a recently published German patent 
application (OLS 3,735,704) of related interest. The publication concerns 
an electrically heated aroma dispenser or inhaler-type device. An abstract 
in English is attached. 


Very truly yours. 



Beverly A: Monroe 


BAM/drs 

Enclosure 

cc: Charles B. Smith, Esquire 
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